AMENDMENT NO. 1 SEPTEMBER 2018 
TO 
IS 14861 : 2000 LIQUEFIED PETROLEUM GASES (LPG) 
FOR AUTOMOTIVE PURPOSES — SPECIFICATION 


[Page 2, Table 1, SI No. iv), col 3] — Substitute ‘50’ for ‘150’. 


[Page 2, Table 1, SI No. viii), col 4] — Substitute ‘visual’ for 
‘ASTM E 700’. 
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